Hollywood - Leaking Fire Hydrant Corner of Elea... 


Subject: Hollywood - Leaking Fire Hydrant Corner of Eleanor and Seward 
From: Lisa Schechter <lisa@mediadistrict.org> 

Date: 09/12/2016 04:17 PM 
To: <david. sifuentes@lacity.org> 

CC: Jim Omahen <jim@mediadistrict.org>, JL Singer <jl@hollywoodcenter.com> 

Dear David: 

I am hoping that you will be able to assist me or direct me to the correct person. I am the 
executive director of the Hollywood Media District BID and our stakeholder reported it 
leaking at the corner of Eleanor and Seward. Can you send some one out to tightened it so 
that the water is not leaking. 

Thank you 


Lisa Schechter 
Executive Director 
Hollywood Media District BID 
1040 N. Las Palmas Avenue 
Hollywood, CA 90038 
(323)860-0025 Direct 
(323)860-0026 Fax 

MediaDistrict.org 
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